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These parts are used in the 
assembly of finished fixtures 
shown on opposite page. Fix- 
ture bodies are punched for 
chain and wire holes as well 
as for fastening number 746 
and 747 arms. The arms are 
drilled for fastening to fix- 
ture bodies and also for re- 
ceiving y 8 in. pipe nipple for 
socket. 

No. 743 is for a three light 
fixture and is 10 y 2 in. in 
diameter. 

No. 744 is for a four light 
fixture and is 12 inches in 
diameter. 

No. 745 is for a five light 
fixture and is I2y 2 in. in 
diameter. 
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Mouldings 



All mouldings shown are car- 
ried in stock in 6 feet lengths 
excepting number 860 which 
is carried in 20 feet lengths. 

These mouldings may also be 
made to order in special 
lengths and in metals other 
than steel. 

OVERALL WIDTH OF 
MOULDINGS: 

852F — 2^4 in. 

860F — 3 /s in. 

861 F — 7 /g in. 

862 F — l*/i in. 

850F— 1% in. 

863F — 1% in. 

864F — 2 y 8 in. 

853F— 3V 2 in. 

859F— 1% in. 

857F — 2% in. 

854F — 4 in. 

865 F — 2Vi in. 

855F — 31/s in. 

866F — 3 V 2 in. 

856F — 4i/ 4 in. 

858F — 41/2 in. 

867F— 5 in. 

868 F — 5Vi in. 

869F — 614 in. 
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